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AWARDED THE MILITARY CROSS

London Gazette, 25th August, 1916.

Captain Graham Seton HUTCHISON, Argyll and
Sutherland Highlanders, attached Machine-Gun Corps.

For conspicuous gallantry in action at the German
Switch, France, on the lyth-r 8th July, 1916.

It was largely due to his fine example that his
machine-gun company rendered conspicuous service
under most trying conditions.